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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


SECOM-D- 307 


8 1 JUL 1980 


MEMORANDUM FOR: Executive Secretary 
National Foreign Intelligence Board 


FROM: 
Chairman 


SUBJECT: Revision of DCID 1/7 


1. The draft revision of DCID 1/7, approved by the Security 
Committee on 28 November 1979, was circulated to the National 
Foreign Intelligence Board for comments with the concurrence of 
the DCI. NFIB member comments indicated the need for further 
review of the proposed revision. That process has been com- 
pleted, and Security Committee members unanimously agree on the 
attached draft revision of this directive. 


2. It is requested that you circulate this draft revision 
to NFIB members for their concurrence. 25X1A 
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Attachment 
Distribution: 
Orig - Adse 
1 - C/SECOM 


1 - OS Registry 
1 - SECOM Subject 


“*F.. 


1)- SECOM Chrono 
SECOM/| (31 July 80) 
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